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Terminal Diagram.JEDEC 12GW 

Type of Cathode.Coated Unipotential 

Operating Position.Any 

MAXIMUM RATINGS — Design-Maximum Values® 

For operation as a Horizontal-Deflection-Amplifier Tube 
in a 525 -line, 30 -frame system 


DC Plate Supply Voltage. 

• E bb 

990 

V 

Peak Positive-Pulse Plate Voltage^ 1 . 

e bm 

7000 k 

V 

DC Grid-No.3 Voltage "1. 

• E c3 

20 

V 

DC Grid-No.2 (Screen-Grid) Voltage . 

• E c2 

200 

V 

Peak Negative-Pulse Grid-No. 1 
(Control-Grid) Voltage. 

’ " e clm 

250 

V 

Heater-Cathode Voltage: 

Peak. 

e hkm 

±200 

V 

Average 0 . 

• E hk 

100 

V 

Heater Voltage, ac or dc. 

• E h 

5.7 to 6.9 

V 

Cathode Current: 

Peak. 

* *km 

1400 

mA 

Average 0 . 

• : k(av) 

400 

mA 

Grid-No.2 Input. 

• P g 2 

5.0 

W 

Plate Dissipation^. 

' P b 

33 

w 

Envelope Temperature. 

* t e 

225 q 

°c 

MAXIMUM CIRCUIT VALUES 

Grid-No.1 -Circuit Resistance. 

• R g l 

2.2 

mH 

Grid-No.3-Circuit Resistance. 

• R g 3 

0.01 



Measured without external shield in accordance with the 
current issue of EIA Standard RS-191. 

k With grid No.3 and grid No.2 connected, respectively, to 
cathode and elate at socket. 

c Conditions: E b = E c2 = 150 V, E cl = -22.5 V. 

This value can be measured by a method involving a recur¬ 
rent waveform such that the Maximum Ratings of the tube 
will not be exceeded. 

e Under pulse-duration condition specified in Footnote h. 

* Designed to mate with connector of 0.250-inch cap, general¬ 
ly available from your local RCA distributor. 

® As defined in the current issue of EIA Standard RS-239, un¬ 
less otherwise specified. 
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DIMENSIONAL OUTLINE (JEDEC No.12-118) 



DIMENSION 

INC 

HES 

MILLIV 

ETERS 


Max. 

Min. 

Max. 

A 

1.437* 

1.563 

36.5* 

39.7 

C 

- 

4.625 

- 

117.47 

D 

- 

4.250 

- 

107.95 


MILLIMETER DIMENSION DERIVED FROM INCH DIMENSION 


* Applies to the minimum diameter except in the area of the 
seal. 
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